
How SafePORT Works 

Like its patented predecessors, the 3*1 Series uses a unique 
air cushioning system to protect your notebook* 


1 . The patented SafePORT Air Cushion System combines 
vented air cushioning and high- density foam padding in a 
single chamber. These specially engineered polyurethane 
pillows "float" the notebook inside the case. 


If the case is dropped, the pillows absoib shock and slowly 
force air out of the vents on impact. The pillows then 
return to their full protective strength. This process 
happens in a split second, offering superior notebook 
protection. Other designs do not offer this 
vented/reinflation system. US, patent #6,131,734 & 
#6,334,534. 


Four adjustable cushions line the bottom and sides of your 
notebook computer compartment: two for side impact 
protection, two for vertical impacts. 



SIDE IMPACT 
PROircriVE AIR CUSHION 


VERTICAL IMPACT 
PROTECTIVE AIR CUS10N 



Padded shock reducing PVC panels, covered with so ft nyflex 
material lines the notebook compartment, providing 
additional cushioning from side impacts. 


The two self-closing straps are placed across the top of the 
notebook, minimizing movement. 



Drop Test Results - The Final Word 

Wh*tt it comes to your notebook, protecting it from damage is the single best investment you can make. A U.S. 
company conducting drop test studies in August 2003 found that the PORT 3.1 commuter case outperformed its 
competitors. 

Drop Test Average Totals 
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Gs are a measure of force* The 
more Gs, the greater the chance for 
notebook damage. In all height 
categories, the PORT 3.1 Commuter 
Case accrued the lowest overall 
score, beating the other cases 
tested by a wide margin. 



